OAKE GROVE HOTEL 


Located at water’s edge of beautiful Boothbay 
Harbor, one mile from village. Hotel is 
protected with modern fire sprinkler system. 

Ownership-Management Summer Season 


PLACE 
ONE CENT 
STAMP 
HERE 
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